WESTMINSTER  PRESBYTERIAN  CHURCH,  Washington  at  Genesee 
Street,  Utica,  New  York,  was  built  in  1854.  The  pillared  sanctu- 
ary is  of  Gothic  design.  Facilities  include  a  chapel,  staff  offices, 
and   a   four-story   educational-social  building. 
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